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Calendar of Association and Allied Meetings 


1963 INDEX. 


Book Reviews 


Current Listing of New Members 
Cycle Menus 
Deaths 
Equipment and Supply Review 
Introducing the Authors 
Personnel Changes 


Ja—January 
F—February 
Mr—March, 


AAR—Annual Administrative Review 
DN—Department Note 
Ed—Editorial 

L—Law in Brief 

N—News 

O&I—Opinions and Ideas 
SFH—Service From Headquarters 
Sr—Sister 


Abbreviations 
Ap—April Ji—July O—October 
My—May Ag—August N—November 
Je—June S—September D—December 


WR—Washington Report 
AHA—American Hospital Association 
AMA—American Medical Association 
ANA—American Nurses Association 
FDA—Food and Drug Administration 
JCAH—Joint Commission on Accreditation of Hospitals 
NLN—National League for Nursing 

VA—Veterans Administration 


Symp—Symposium 
Subject Index 
National Council for the Accreditation of Nursing Homes 
A names board of directors. (N) Je 16-20 
Nursing home Jl 16-67 
Pharmacy coverage. ( 
ACCOUNTING Trends in accreditation. (Appel) F 16-58 
See also Budgetary control; Costs; Credit and collection; Finan- ADMINISTRATION 
management; Income for hospital services; Rates See also Branch hospitals; Organization 
Accounting and financial management: AAR. (Clancy) Ap AHA program to review business management. (N) Ap 16-203 
16-50 , patterns in medical and hospital administration. 


Cobalt accounting. (SFH) N 1-21 
Four-week accounting, (SFH) O 1 


Chang 
(Hamilton) Je 1-31 
Changing patterns of patient care. (Buerki) J] 16-68 


-29 
a one small hosp tal aanaerdings its records. (Foster) Ja Designing a realistic administrative manual. (Jarvis) Ag 1-56 


New Jersey hospitals study cooperative 
Ap 1-40 


Hospital Shriners Para Ninos Lisiados, Mexico City: adventures 

data processing. (DN) in hospital administration. (Radin) Je 1-41 : 
Hospitals and the pace of a (Ferguson) O 16-60 
Planning for change. (Berke) 26 


ACCREDITATION 
Accreditation problems. (Babcock) Ja 16-43; F 16-25; Mr 16-12; 
Ap 16-16; My 16-27; Je 16-16; Jl 16-29; Ag 16-12; S 16-31; Smaller hospital—a challenge or a chore? (Price) Je 16-55 
O 16-33; N 16-25; D 16-25 Southern California heaptias roup starts program to im 
Accreditation survey forms hid ge F 16-61 administration. (N) 6-206 
nt — patients. (SFH) D_ 1-28 Traditions in hospital a Bn. (Harvey; Pratt) Mr 16-62 


merican Nursing Home Association announce joint ADMINISTRATORS 


program for accreditation of nursing homes; 


statement. (N) My 1-107 
American Association of Homes for wy 


Administrative residents pees problems at 
o ng calls for multi- county meetings. (Goldber 


lateral accreditation program. (N) M -21 Administrator's personal liab hity. “L) D 1-117 
California’s nursing home pecreditation yo (Erickson) _ Hospital administrator alumni reunions held. (DN) F 1-48 
‘Continent,’ not ‘separate islands’ of care needed to meet (aged) eration): special repo g 
son. needs. (N (Babcock) Je 16-158 Medical group practice manager and his job. (Starr) Ja e » 
CAH accreditation of inpatient care institutions other than 1963 hospital administrative residents. (N) Jl 1-93; Ag 1-136 
“Seaman tals deferred. (N) Ja 1-19 16-120; S 1-95; O 1-108; N 1-118 
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ADMITTING AND DISCHARGE 
Admitting dental patients. (SFH) D 1-28 
Admitting suite for the first critical hospital hours. (Finsterle 
& Vail) N 1-44 
Handling patients’ assets. (SFH) Ap 1-14 
How one small hospital standardized its records. (Foster) Ja 


Sc 
Serologic tests for et a _ profile of hospital practice. 
(Brown & Mahoney) 1-65; (Ed) N 1-43 


ADVERTISING 
Statement on advertisements and exhibits: AHA. D 16-60 
When is it ethical to advertise? (Cook) Ap 1-42 

Aged and aging: See Geriatric care; Geriatric health programs; 

Nursing homes 

ALCOHOLIC CARE 
Planning for change. (Berke) Ap 1-26 

AMBULANCE SERVICE 
Ambulance association draws up code of safety. (N) N 16-137 
Ambulance council helps hospitals improve patient care. 


(Richardi) Mr 16-61 
— Carolina to study state’s ambulance service. (N) Ap 16- 


Plan for a coordinated ambulance system. (Wells) Mr 16-58 
State program (Maryland) established to train ambulance 
drivers. (N) O 1-105 


AMERICAN COLLEGE OF HOSPITAL ADMINISTRATORS 


More representative governing body goal of pro ACHA 
bylaws revision. (N) F 16-128 g proposed 


AMERICAN HOSPITAL ASSOCIATION 


AHA forms societies for hospital specialists. (N) Ap 1 

AHA headquarters will house office on the ternational 
Classification of Diseases a for Hospitals. (N) F 1-17 

AHA New York office moves. (N) Jl 1-94 

AHA offers to change 1964 meeting dates. (N) ae 

AHA program to review business management. (N) Ap 16-203 

AHA registration standards. (SFH) S 1-23 

AHA statement on civil defense shelter program. S 16-198 

AHA’s 1963 Distinguished Service Award to: Ray E. Brown. My 


1-44 
AMA and American Nursing Home Association announce joint 


program for accreditation of nursing homes; AHA issues 
statement. (N) My 1-107 

Architects’ membership. (SFH) N 1-34 

Blue Cross presents plaque to AHA. (N) My 1-106 

Check list for educational planning: institute schedule for 
1964. N 16-73 

Check list to evaluate an area-wide planning agency for hos- 
itals and related health facilities. O 16-78 

Directory of officers, councils and committees for 1964. N 1-23 

— L. Crosby, M.D.: man with a mission. (Cunningham) Ag 


Guide to the role of hospital membership associations in area- 
a planning for hospitals and related health facilities. F 


Guide to the use of the insigne of the AHA. O 16-78 

Guidelines for the use of volunteers in departments of social 
work in hospitals. Mr 1-95 

Healthguard see: statement. (Ed) O 1-31 

Hospitals, AHA, and the 87th Congress. (Ed) Ja 1-29; (O&lI) 
(Hochderffer) F 16-32 

Job description for the director of hospital volunteers. D 1-60 

New attack on mental illness. (Ed) Ap 1-25 

1963 annual meeting in review. S 16-93 ” 

‘Nisi dominus frustra’—AHA’s motto. (SFH) Mr 16-31; S 1-44 

Obtaining association seal. (SFH) Mr 1-30 

Officers. 16-111 

Proposed amendments to bylaws. Ag 16-58 

Purchasing agents society. (SFH) 1-34 

Régistration and approval amendments the As- 
sociation regulations. Ag -58 

——- and approval programs—hospital architects. O 16- 


48 

Role of volunteers in hospital’s disaster plan. O 1-52 

San Francisco selected for AHA western office. (N) Ag 16-122; 
AHA oe western office. (N) N 1-118 

Selected of Board-approved policy statements of planning 
and financing. N 1-121 

65th annual meeting program. Jl 16-83 

Soviet hospital officials visit AHA. (N) Jl 1-89 

a check list for purchase of new equipment. Ag 


Staff ap tments: J. H. Bigger Jr., J. A. Witt. F 1-108; G. E. 
— or. Ap 16-210; M. Converse. Je 1-87; J. R. Neely. Ag 


1-1 

Staff resignations: L. J. Zimet. Ja 16-129: J. W. Owen. Ja 16- 
131; R. S. Borezon. F 16-128: W. S. Schmidt. Mr 1-144; C. E. 
Dean. Ap 16-196; J. R. Kinsey. Ap 16-210; J. H. McNinch. Je 
1-17; R. L. Johnson. J] 16-188; R. M. Jones. Ag 1-125; H. 
Sibley. D 16-125 

Statement on advertisements and exhibits. D 16-60 

Statement on hospital schools of nursing. Ag 16-51 

Statement on monetary charges to students in hospital schools 

of nursing. N 1-70 é 

Statement on objectives, aims, and responsibilities of Commit- 
tee on Hospital-Blue Cross Relations. O 16-147 

Statement on felationship of an area-wide planning agency for 
h itals and related health facilities with a community 
health and welfare council. N 16-78 

Statement on selection of a hospital consultant. S 1-52 

Statement...on the Health Professions Educational Assistance 
Act of 1963. (Nelson) Ap 1-48 

Statement on use of the International Classification of Diseases 
for Hospital Indexing: AHA and American Association of 
Medical Record Librarians. My 1-58; (Ed) My 1-35 R 


: receives grant for French translation project. (N) Ag 
Use of animals in medical research. D 16-60 


ANESTHESIA DEPARTMENT 
Anesthesia charges. (SFH) ? 16-23 
Anesthesiologist agreements. (SFH) Je 1-25 
Halothane stored too long may be toxic. (DN) D 1-73 
en between halothane and liver necrosis.under study. 
(DN) O 16-125 


Selected hospitals to study anesthetics. (DN) S 16-136 
ANNIVERSARIES AND SPECIAL OCCASIONS . 


Year for milestones: originality and careful planning mark 
1963 hospital anniversaries. D 1- 
Annuities: See Personnel 
Area-wide planning: See Planning, Area-wide 
ART IN THE HOSPITAL 
Viewpoints on children in hospitals: the children. My 16-43; 
(Ed) My 16-3 
AUTOMATION 
Atomedic Hospital features automation. (N) D 1-121 
Automatic drug (Hosford) Ja 16- 
Data goes j speeds ta Aa gy selective menus at Rockford 
(Ill.) hospital. (DN) Je 16-1 | 
How machine processing can help in the supply function. 


(Fleming) S 1-70 
hospitals study cooperative data processing. (DN) 


p 

Pharmacist looks at drug dispensing machines. (Kenna) F 1-58 

Predicting requirements for maternity facilities. (Thompson & 
others) F 16-45 

Problems of electronic patient monitoring. (Farrier) Ap 1-50 

Reconciling automation and humanism in the hospital of the 
future. (Wheeler) N 1-51 ‘ 

AUXILIARIES 

See also Volunteers 

Auxiliaries and volunteer services: AAR. (Snyder) Ap 16-55 

Auxiliary pins and awards. (SFH) Ja 1-16 ‘ 

Insurance for auxilians. (SFH) N 1-21 

Remodeling project creates guest house. (O&I) Mr 1-34 

AWARDS AND RECOGNITIONS 

AHA’s 1963 Distinguished Service Award to: Ray E. Brown. 
My 1-44 

Dental Association awards honorary membership to 
Edwin L. Crosby, M.D. (N) D 1-119 

Auxiliary pins and awards. (SFH) Ja 1-16 

Baylor University Medical Center receives Silver Anvil (public 
relations) Award. (N) J1 1-85 

Blue Cross presents plaque to AHA. (N) My 1-106 

57 years as a hospital volunteer: Mrs. Joseph Sahlmark, Lud- 
ington, Mich. (DN) Jl 16-75 

Honoring trustees. (SFH) Ap 16-30 

Hospital exhibit wins culinary prize. (DN) Ja 1-69 

J. Gilbert Turner, M.D.,:-to receive 1963 George Findlay 

$tephens memorial award. (N) Ap 1-17 

Jack C. Haldeman, M.D., awarded the Distinguished Service 
Medal of the U.S. Public Health Service Commissioned Corps. 
(N) My 16-124 

Monthly recipe contest for ‘Chef of the Month’. (O&l) S 1-26 

1963 Justin Ford Kimball Award: to William S. McNary. Ap 
1-31 


Plan for patient area in lab wins $1000 prize. (O&I) Ag 16-28 

Transferring (volunteer) awards. (SFH) Ag 1-30 

VA hospital in New York wins hospital safety contest. (N) My 
1-17 


Walter Reed Army Medical Center receives Order of Military 
Merit from the Brazilian government. (N) N 16-132 


BIOGRAPHY 
Crosby, Edwin L., Ag 1-45 
McKittrick, Leland S., Ja 1-36 
BLOOD AND PLASMA BANKS : 
Blood should not be ‘bought or sold,’ final witness testifies at 
Federal Trade Commission hearing. (N) O 16-140 
Court grants order for administration of blood. (N) ©,16-143 
Defense witnesses testify at Kansas City blood bank hearing. 
(N) Ag 16-112 : 
Five-year-old blood successfully transfused. (DN) S 1-60 
Hospital association director denies monopoly of blood services 
in Kansas City area. (N) S 1-17 


BLUE CROSS 
See also Health insurance 
Albany (N.Y.) Blue Cross to use new payment formula. (N) 
1-106 

Blue Cross—a means between two ends. (Johnson) Jl 16-81; 
(O&I) O 16-47 

Blue Cross and Blue Shield communications center opens in 
Chicago. (N) Ag 16-20 

Blue Cross and Blue Shield rates unchanged for federal em- 
ployees health benefits plan. (N) S 16-194 

Blue Cross and hospitals. (SFH) F 16-26 

Blue Cross held is; right in denying participation to Detroit 
area hospital. (N) J1 16-186 

Blue Cross is one of the a in Colorado’s visiting 
nurse services ee oo (Kelley) Ag 1-53 

Blue Cross membership tops 60 million mark in 1962. (N) Ag 
16-122 

Blue Cross Plan wins right to deny. membership to hospital: 
special report. O 1-17 

Blue. Cross presents plaque to AHA. (N) My 1-106 

Blue Cross president says emphasis on research and planning 
to continue. (N) oh 1-106 

Plan alters rates for nongroup subscribers. 
(N 16- 

hospitals ‘found’ $2.5 million. (Quigley & 
-Heislein) Ja 16-48; correction. F 1- 

Michigan Blue Cross expands home care pilot program. (N) | 
Je 16-164 ; 

Michigan Blue Cross rate increase hinges on acceptance of six 
eo (N) Ap 16-23; accepts 23.4 per cent increase. My 
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chiatric admissions. (SFH) S 1-24 
| 
| 
+ ent...w respect to hospital schools of nursing. N 
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ow aereny, Blue Cross contracts with 64 nursing homes. (N) 
new soteey Blue Cross study shows maternity costs down. (N) 


requires check on need for hospitalization. 
1s Justin Ford Kimball AWard: to William S. McNary. Ap 


Northeast Ohio Blue Cross Pian asks rate increase. ‘\N ) Ja 1-19; 
to study philosophy and operations. (N) J] 1-95 - 

Philadelphia Blue Cross expands plan’s benefits. (N) O 1-107 

Prepayment and reimbursement: AAR. (German) Ap 16-159 

— hospital costs major factor cited by Blue Cross Plans 
seeking rate increases. (N) Ap 1-84 

Statement on objectives, aims, and responsibilities of Commit- 
tee on Hospital-Blue Cross Relations. O 16-147 

we of claims padding under way in New York. (N) S 1-17 

it = * pee contract with New Jersey Blue Cross Plan. (N) 

— Blue Cross ends prescription drug program. (N) S 


BLUE SHIELD 
See also Health insurance 
Facts and figures show Blue Shield growth. (N) S 16-192 
Michigan Blue Shield gets rate increase. (N) My 16-134; accepts 
decision of court. Je 16-158; asks court for heasiaa on new 
contract. S 16-24 
Study of New York City Blue Shield plan produces eight steps 
to revitalize program. (N) N 1-115 
BRANCH HOSPITALS 
Appalachian Regional Hospitals, Inc., assumes control of miners 
ospitals; Dr. Klicka named executive director. (N) O 16-24 
Hospitals branch-out: a study of multiple-unit operations. 
(Hallen) Ag 1-38; Ag 16-54 
Massachusetts General Hospital administers airport medical 
Station. (N) F 16-21 
Minneapolis satellite will serve three suburbs. (Platou & Weg- 
miller) Ag 1-43 
Presbyterian Church negotiating purchase of United Mine 
Workers hospitals. (N) My 16-21; Mine Workers’ hospitals 
transferred. (WR) O 1-102 
Satellite hospitals to rise along Houston’s freeways. Ag 1-40 
BRAZILIAN HOSPITALS AND HEALTH 
Hospitals in. Brasilia: modern facilities in a planned city. 
(Newkirk) O 16-69 
BUDGETARY CONTROL 
Budgetary reporting and management action. (Hahn) Mr 16-46 
Effecting organizational change through a formal budget. 
(Johnson) O 1-32 


CANADIAN HOSPITALS AND HEALTH 
Canadian dilemma: hospital finances and hospital autonomy. 


My 1-50 
Grenfell Mission: a pioneer hospital system for rugged Labra- 
dor. N 1-55 
CAREERS 
Career fair features 28 hospital vocations. (O&I) O 1-14 
Careers in hospitals. (Ed) Ap 1-25 
Health careers recruitment. (O&I1) My 16-36 
Health careers session draws 800 students to annual meeting 
of Quebec hospitals. (N) My 16-128 
Teen-aged ‘health care teams’ learn about hospital careers in 
three Ontario hospitals. (DN) My 16-56 
CHAPELS AND CHAPLAINS 
Chaplaincy program in action. (Otto) Ja 1-42 
Developing a successful chaplaincy program. (Callahan) Ja 1-41 
Hospital helps train seminary students. (DN) Ja 1-44 
Religious services for patients on television. (O&I) My 1-30 
Children’s care: See Formula rooms; Nurseries; Pediatric care 
CHRONIC ILLNESS CARE 
See also Geriatric care; Geriatric health programs; Home care; 
Nursing homes; Rehabilitation 
Affiliation provides a broad range of services for two hospitals. 
(Lucchesi & Kaplan) N 16-59 
Care - the chronically ill and aged: AAR. (Morrison) Ap 


16- 
peas. disease unit in a general hospital. (Littauer & others) 
“re a positive climate for long-term care. (Entman) D 


16- 

Gearing for long-term care. (Dann & Swanson) My 16-58 

Long-term care facilities. (special issue) Mr 1 

Move long-term care closer to short-term hospitals, Tri-State 
administrators told. (N) Je 1-86 

Nursing home administrators a hospital personnel in dis- 
cussions of long-term care. (N) Je 1-92 

Two medical: staff committees, one direction: toward more 
efficient use of hospital care. (Sr. Gregory) Ag 16-60 

CIVIL DEFENSE 

See also Disaster service 

AHA statement on civil defense shelter Se gue S 16-198 

stations need hospitals’ cooperation. (N) 


-1 
ew shelter limitations: proprietary hospitals. (SFH) Mr 


Hospitals in a nuclear attack. F 1-45; (Ed) F 1-23 
Narcotics handling during a civil defense emergency. Ag 16-78 


Communications: See Human relations 
COMMUNICATION SYSTEMS 


Physicians’ phones linked to hospital. (O&I) Je 16-44 
State-wide radio network planned by N.J. hospitals. (N) Ja 


16-134 
X-ray reports by teletype. (Reese) Je 16-74 
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COMMUNITY AND THE HOSPITAL 
Hospitals and the businessman. (Klicka) Ja 16-51 
by Hy Waterville: polio immunization program 
p 
Community hospitals: See Small community hospitals 
Consents: See Liability 
CONSTRUCTION 
See also Planning 
> oo speaks up on hospital construction costs. (Olson) Je 


Construction planned and completed. Ja 16-135; Ag 1-122; Ag 
16-112; S 1-92; O 1-107; O 16-144 

es reports hasten payment of building fund pledges. 
( n) 


Estimating space needs and costs in general hospital construc- 
tion. (Corbin) S 1-49 
ifications. (Hough) 


. (Sr. Irene) 


How to write contract spec 
ao bill would tighten controls on new hospitals. (N) Ap 
Long-term care facilities: meeting building code requirements. 
~ (Halstead) Mr 1-58 
CONSULTANTS 
Dittary consultant helps Iowa hospitals plan practical and 
pleasing menus. (DN) Ap 1-65 
How a group of smaller hospitals provides a full range of med- 
ical specialty services. (Erickson) Je 16-68 
Menu evaluation offered to California institutions by nutrition 
consultant. (DN) My 16-100 
North Carolina hospitals profit by dietary consultation and in- 
service training. (DN) Ap 16-1 
Selection of a hospital consultant: AHA statement. S 1-52 
Convalescent care: See Chronic illness care; Geriatric care; 
Geriatric health programs; Nursing homes; Rehabilitation 
COSTS 
’ Analyzing the cost of illegible handwriting. (Feldman) F 16-70 
Architect speaks up on hospital construction costs. (Olson) Je 


1-52 

Cardiorespiratory laboratory in a nonuniversity hospital setting. 
(McLean) 1-60 

Cure for health care poverty is prevention: Atlantic meeting 
report. (N) Je 1-88 

Estimating space needs and costs in general hospital construc- 
tion. (Corbin) S 1-49 

Georgia survey shows slowed cost rise. (N) O 16-143 

Hospital costs dissected in inservice training. (O&I) My 1-30 

Impact of wages on hospital costs. (Brown) Jl 1-24 

Laundry production report: aid to cost analysis. (Reveley) F 
1 


-94 
_— Blue Cross study shows maternity costs down. (N) 
a - 

Outlook for hospital costs: up, up, up. D 16-42 

Patient care costs increase in Michigan. (N) N 16-136 
COUNCILS 

New Southern Arizona Hospital Council formed. (N) My 16-138 
CREDIT AND COLLECTION 

Collection techniques: a five-year comparison. (Tyndall) D 1-43 

Mississippi seeks legislation to halt losses incurred from tran- 

sient patients. (N) Ag 16-114 
Patients are ‘guests’ through cash gifts. (O&I) Ja 16-36 
Who gets the credit? (Gimbel) J] 16-76 


_ Writing collection letters that collect. (Johnson) O 16-76 


DAY CARE 
Day hospital keeps elderly in community. (DN) Jl 16-148 
' Day hospital (psychiatric) charges. ( ) Ag 16-24° 
DECORATION 
Long-term care facilities: special considerations in interior de- 
sign. (Pepper) Mr 1-60 
Long-term care facilities: translating objectives into interior 
a: a case study. (Schum) Mr 1 3 
Psychiatric unit adopts hotel decor and decorum. J] 1-34 
DIETARY DEPARTMENT 
Aids of self-feeding used in rehabilitation program of VA Re- 
search Hospital, icago. (DN) N 1-96 
Applying the :assembly line to hospital food service. 
(Davidson) Ja 1-62; Ja 16-7 
Automation invades commercial bread production. (DN) Mr 


1-115 

Computer technology, teaching machines seen in future food 
service. (DN) Jl 16-124 ae 

for and ‘downstairs’ (ad- 
ministrative) dietitians. (DN) 1-84 

Counting patient meals. (SFH) F 1-19 

Data processing speeds ge ar gy selective menus at Rockford 
(Tll.) Hospital. (DN) Je 16-1 7 

Dietary consultant pow — hospitals plan practical and 


leasing menus. (DN) Ap 1- 
Dietary department new equipment, lay- 
, nutrition 


out, and services. (DN) - 

Dietitians ponder food and fasting, lifetime lea 
of aging: American Dietetic Association convention report. 
D 16-103 

Eggs again source of salmonellosis outbreak. (N) D 1-119 

Eggs shed their shells for bottled eggs and ‘no-peel’ method 
for hard cooking. (DN) S 1-68 

Favorite Arkansas reci and menu variety please staff, 
students, long-term ents. (DN) Ja 16-86 

Flexible food plans for disaster situations. (Bartholomew) 


1-80 
Food aren cold, served hot from nurses’ stations. (Flynn) 
6 


16- 

Food service advice furnished to 1600 institutions in New York 
state. (DN) My 1-88 . 

Food service and dietetics: AAR. (Moore) Ap 16-75 

Food service manuals, newsletters, articles help nursing homes 
on local level. (DN) Mr 1-112 
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For quality recipes, it pays to standardize. (Aldrich) J] 16-116 
Frozen en and central commissary idea capture interest of 
Manua n e 
g etary department. (Crooks 


& a 
Gourmet meals served to patients. (O&I) N 16-47 
Guide for selecting small equipment. (Tigner) Mr 1-98 
Helping the disabled person to help himself to good nutrition. 
ow e an needed for serv low- 
16-156 


Hospital exhibit wins culinary prize. (DN) Ja 1-69 
er eta meals for homebound aged persons. (Braley) 


New York State survey shows who performs 143 duties in hos- 
pital dietary departments. (DN) 16-88 

North Carolina “ey profit ns consultation and in- 
service training. (DN) Ap 16-1 

* eer cart dispenses three snacks a day. (Crowley) F 


and management. (Kelly) S 115 

Part-time dietary help in a suburban hospital. (DN) Je 16-122 

Planning or remodeling the hospital food service department: 
architect’s vie int. (Blair) Mr 16-102; administrator’s view- 
point. (Crews) 16-104; dietitian’s contribution.: (Zahasky) 
Ap 1-60; engineer’s viewpoint. (O’Neil) 74 ‘1-62 

Planning the modified diet. (Low) Mr 16-11 

Potato: an old favorite in new poamnes. (Balsley) Jl] 1-69 

Public Health Service finds cracked or unclean eggs linked with 
recent outbreak of salmonella derby. (N) Ag 1-122 

Remedies for excessive turnover in the dietary department. 
(Mote & O 1-68 

Spirit of hospitality and wish to please pervades food service 
at Spokane hospital. (DN) N 16-110 

Training for food service workers under Manpower Develop- 
ment and Training Act. (DN) O 16-102 

Training for food supervisors in metropolitan hospitals. (Styer 

report tn tary (DN) My 1-89 

r osp repo e survey. y 
What’s new in foods for the institutional buyer. F 1-62 


DISASTER SERVICE 


See also Civil defense; Fire prevention and control 

Atlantic City fire kills 25, injures 29. (N) D 1-18D 

Buffalo (N. -) hospitals recover quickly from most severe 
flood in city’s history. (N) O 1-105 

Disaster drill that wasn’t a drill. (Malone & Hethcock) O 1-48 

Disaster — credited for safety of 109 during blaze at Chicago's 
Mercy O 16-142 

r 

Drugs at all hours: solving the problem of 24-hour pharmacy 
service. (Kenna) Je 16-77 

Fire at Ohio nursing home kills 63 nee patients. (N) D 1-18C 

First-aid boxes for physicians’ use. (O&I) x, 16-28 

Flexible food plans for disaster situations. (Bartholomew) My 


1-80 | 
a hospitals met blast emergency: special report. 
How well are hospitals prepared for mass disaster? (Engel- 

mokr) Je 1-35 
Johns Hopkins faces ‘11th hour’ calmly; telephoned bomb scare 

at hospital a hoax. (N) Ap 1-81 
Massachusetts prepares for mass emergency. D 16-49 
New ideas in three large-scale disaster drills. (DN) Je 


1962 in review: disasters and disaster eeening. (N) Ja 1-89 

120-bed hospital moved 1000 miles in three days: earthquake in 
Yugoslavia. (Farris) N 16-62 

Patients evacuated during blaze at Southern Nevada Memorial 
Hospital. (N) S 16-21 

Role of volunteers in hospital’s disaster plan: AHA statement. 


1-52 
Stocktaking and stockp for massive disaster. (Hahn) D 16-46 
Terre Haute (Ind.) hospi treat explosion victims. (N) Ja 


16-21 | 
Using mental patients as emergency man power. (Hagopian) 
Ag 16-52 


Discharge: See Admitting and discharge 
DISPOSABLE GOODS 


Disposables or nondisposables for patient safety? (Irwin & 
Smalley) Je 1-66 
Soluble laundry bags. (SFH) Je 16-38 


Drugs: See Pharmacy 


Education: See Interns and residents; Medical education; Nursing 
education; Personnel; Teaching function _ 


ELECTRIC WIRING AND LIGHTING 


itals use generators during Denver blackout. (N) Ap 1-82 
ting for patient rooms. J] 1-44; Jl 16-78 
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costs through menus 


Electronic equipment: See Equipment 
EMERGENCY CARE 


See also Ambulance service; Outpatient department 

Admitting suite for the first critical hospital hours. (Finsterle 
& Vail) N 1-44 

Ambulatory service: AAR. (Lee) Ap 16-53 

Doctors specialize in emergency service. (DN) Mr 16-71 

Electronic panel helps poisons. Ap 16-114 

Emergency cart at each nursing unit. (O&I) Jl 1-20 ; 

Identification cards. (SFH) F 1-19 

— = press have window on emergency care. (O&I) Mr 

Liability in emergencies. (L) Mr 1-146 

botulism eauses seven deaths; hospitals alerted. 

ee, Memorial Hospital, trauma center for Dallas. (N) 

a. — to better emergency department records. (Ryan) 


Smaller hospitals: guidelines- for an effective emergency de- 
partment. (Kennedy) Je 16-101 
Staffing the emergency department. (DN) Je 1-58 


Employees: See Personnel 
ENGINEERING 


AHA forms societies for hospital ee (N) Ap 1-83 

Engineering and maintenance: AAR (Degen) Ap 16-61 

How to write contract specifications. (Hough) N 1-103 

Instruction for engineers. (SFH) Ja 1-16 

Maintenance of oxygen systems. (Paul) O 1-89 

Purchasing for engineering and maintenance: some special 
considerations. (Degen) 1-74 

Training qualified engineers for a hospital career. (Bond & 
others) My 1-94 

treatment reduces‘ corrosion problems. (Feuerborn) D 
- 


EQUIPMENT 


Applying the assembly line yp ea to hospital food service. 
(Davidson) Ja 1-62; Ja 16-78 

Attaining wae ee effort through a procedure committee. 
1-81 

Cardiorespiratory laboratory in a nonuniversity hospital setting. 
(McLean) Ag 1-60 

Comparing mattresses for flammability potential. (Swanson & 
Adolph) S 1-37; (Ed) S 1-31 

Device for weighing bedridden patients. (O&I) Ap 16-42 

e=mv* and the hospital. (Ed) Ag 1-37 

Electronic panel helps identify poisons. (DN) Ap 16-114 

Evolution of modern sterilizing equipment. (G es) Ap 1-72 

Guide for selecting small (kitchen) equipment. (Tigner) Mr 

High chair for parents. (O&l) (Hansen) D 16-33 

Ohio Hospital Association sponsors ‘Christmas airlift’ to hospital 
in Quito, Ecuador. (N) D 16-17 

Oxygen tanks delayed on way to hospital. (N) N 16-141 

Place for everything—even ‘get-well’ cards: card holder. (O&lI) 


Ap 16-42 

preliteme of electronic patient monitoring. (Farrier) Ap 1-50 

Purchasing for neering and maintenance: some _ special 
considerations. (Degen) 1-74 

Purchasing technical equipment: Pens agent. (Egil) Ji 
1-57; obstetrician. (Danforth) Jl 1-61; nurse. (Armstrong) 
J1 16-92; engineer. (Bowman) J1 16-98 

Reconciling automation and humanism in the hospitai of the 
future. ( eeler) N 1-51 

Special grants. (SFH) D 1-28 


approval 1-67 
U.S. Agency for International gr emt asks U.S. hospitals 
or retired equipment. (N) Mr 16-137 
t to consider in automatic floor scrubbing machines. 
(Taylor) Ja 1-74 


ETHICS 


Sauce for the goose. (Ed) D 1-33 
When is it ethical to advertise? (Cook) Ap 1-42 


EXHIBITS 


Exhibit teaches prevention of children’s accidents. (O&I) J) 


1-20 
Hospital exhibit wins culinary prize. (DN) Ja 1-69 
Statement on advertisements and exhibits: AHA. D 16-60 


Explosions: See Disaster service; Fire prevention and control 


F 


Fallout protection: See Civil defense 
FEDERAL HEALTH AND WELFARE PROGRAMS 


See also Geriatric health programs; Hospital Survey and Con- 
struction Act 

Advisory group sees ‘critical problems’ ahead in nursing: re- 
port to Surgeon General. Mr 16-21 . 

Aid to medical education bill enacted. (WR) O 16-139 


Blue Cross and Blue Shield rates unchanged for federal em- 


ployees health benefits plan. (N) S 16-194 

Department of Health, ucation, and Welfare reorganizes 
welfare programs. (WR) Ja 16-126 ; 

First migrant health grants made. (WR) 5; A 16-110 

Hospitals, AHA, and the 87th Congress. (Ed) Ja 1-29; (O&lI) 
(Hochderffer) F 16-32 

Im | employee health benefits program. (Rud- 
ock) - 

Mass vaccination program under way. (WR) D 1-118 

NLN receives grants to improve nurse training. (N) Ag 16-123 

National Institutes of Health grant to establish pediatrics center 
at Yale. (N) Ag 1-126 

New Congress has health committee vacancies. (WR) Ja 1-82 

New hospital projects approved. (WR) F 1- 

New hospital public works funds likely. (WR) My 1-103; 

. approved. (WR) Je 1-85 


HOSPITALS, J.A.H.A. 


} 
a40spital takes the lead in an unusual education program: nutri- 
tion classes for outpatients. age D 16-45 
How hot is hot ae (Thompson & Johnson) S 1-61 
~ agen Mee appeal of the low-sodium diet. (Wojta) F 1-73 
Menu tion offered to California institutions by nutrition 
consultant. (DN) My 16-100 
Modified diet calls for a modified approach to the child patient. 
D 1-86 
Monthly recipe contest for ‘Chef of the Month’. (O&I) S 1-26 
Need for increasing labor productivity cited at food service 
research meeting. (DN) Ja 1-67 ee 
New medical dietetic program coordinates classroom and teach- 
ing experience. (Lewis & Lachner) My 16-94 
New roasting methods improve meat quality and yield. (Pollak) 
Je Je 16-124 
N home food service: carrying out therapeutic diets. 
N 16-102 
N home food service: Po 
check list for | new 
= 


1962 in review: legislation. (N) Ja 1-88 

Nursi home mortgage insurance 

wi new men health programs being made. (WR) N 

Practical nurse training. (SFH) Ap 16-30 

Public Health Service announces grants for nursing research 
projects. (N) Ja 16-132 

Public Health Service a grants for 1962-63 total more 
han $239 million. (N) D 1-17 

Public Service awarded te six planning groups. 


(N) Je 16-162 
nr anes for assistance to the hospital 


Serious omission 
school of nursing. ( 

Statement of the American Hospital Association to the House 
Interstate and Foreign Commerce Committee on the Health 
ne Educational Assistance Act of 1963. (Nelson) Ap 


‘Student nurse-intern housing loans tallied. (N) Mr 16-132 
Training for food service workers under Manpower Develop- 
ment and Training Act. (DN) O 16-102 


FINANCIAL MANAGEMENT 


See also Fund raising; Income for hospital services 


Accounting and financial management: AAR. (Clancy) Ap 16-50 

Budgetary reporting and management action. (Hahn) Mr 16-46 

Children’s “eh Phoenix, Ariz., barred from sale of 8 per 
cent bonds. (N) F 1-17; reorganized and renamed. (N) Ap 
1-18; suit filed against promoters. (N) Jl 1-17 

City-owned hospital is ae to a voluntary operation: a 
success story. (Fronizer) N 16 

Duty to operate 4 hospital: lease of hospital to religious 
order. (L) 

‘8 per centers’ the hospital field. Mr 1-17; (ra) Mr 1-47 

Hospitals and the businessman. (Klicka) Ja 16-5 

Money grows on trees at New Hampshire hospital: timber an 
unusual source of revenue. (Boyd) S 1-42 

Selected list of AHA Board-approved policy statements of 
planning and 1-1 

Seven needs of hospit Fae outlined at Kellogg Foundation 
‘alumni’ meeting. (N) J] 1-94 

Special grants. (SFH) b1 -28 

under way in Pennsylvania. (N) 
4 - 


FIRE PREVENTION AND CONTROL 


See also Disaster service : 

Applying a durable flame retardant with inplant equipment. 
(Gardner & others) N 16-123 

Comparing mattresses potential. (Swanson & 
Adolph) S 1-37; (Ed) S 1-31 

Fireproof fabrics. (SFH) Mr “16-34 

Four fire protection booklets published. (DN) Ja 1-77 

os sparking hazards of plastc laundry bags. (SFH) Jl 


16 
Hospitals ban unsupervised smoking in bed. (O&I) S 16-49 
Safe practices in handling oxygen equipment. (Berry) Ag 1-103 


FLOORS 


Conductive standard. O 1-23. 

Rugs and oxygen tents. (O&lI) -32 

— er in automatic scrubbing machines (Tay- 
or) Ja l- 


Foods and food service: See Dietary department 


Foreign health programs and hospitals: See Geographic entries, 
e.g., Brazilian, Canadian, etc. 


Forms: See Records and forms 
FORMULA ROOMS 


See also Nurseries 

American Academy of Fotiguies develops guide for use of 
bottled formula. (N) Ap 16-202 

Babies warm to cold feedings. (DN) Ja 1-52 

Pediatrics committee sets formula standards. (DN) Ag 1-64 

— of formula mix-up suffering no aftereffects. (N) 


FUND RAISING 


Children’s Hospital, Phoenix, Ariz. barred from sale of 8 per 
cent bonds. (N) F 1-17; reorganized and renamed. (N) Ap 
1-18; suit “filed against promoters. (N) Jl 1-17 

Construction. gees hasten payment of building fund pledges. 
(Larson 

a - contributions: income tax revision proposal. (Ed) 

r 
‘8 per centers’ in the hospital field. Mr 1-17; (Ed) Mr 1-47 
Fund raising by outside sources: proper use of hospital name. 


(SFH) Ja 16-31 
Illinois bill requires charities to register. (N) N 1-118 


G 


GERIATRIC CARE 


See also Chronic illness care; Nursing homes 

Care of the chronicall , ill and aged: AAR. (Morrison) ‘aie 

Day hospital keeps elderly in ey. (DN) Jl 16-1 

Home-and-hospital brings continuity to geriatric care. (Les- 
parre) D 1-47 

Hospital ee meals for homebound aged persons. (Braley) 
Ag 1 


Long-term care facilities. (special issue) Mr 

Nat training in care of aged open in New 
Yor 

Oldest BB. Fn home in Maryland observes centennial: 
Pickers + ee Women’s and Aged Men’s Home, Towson. 
(DN) 

One per a of aged Ce ‘need or want’ financial help for 
health care, = = (N) Mr 16-138 

Social service for the institutionalized aged. (Hammerman) 
F 1-50 
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staffs: ial report. 
AMA outlines 8-point program for the aged Mr 16-130 
Chronically ill, aged headline AHA ‘Mi Mr 
King-Anderson ill prov _ unnecessary, tells Ten- 


group. (N) Jl 1-92 
islation Missouri may aid state’s indigents. (N) 


1962 in review: health care of the aged. (N) Ja 1-83 
U.S. government should not care for aged by ‘default, 
association declares. (N) Ag 16-112 
GIFTS 


m4 9-y contributions: income tax revision proposal (Ed) 


Patients are ‘guests’ through cash gifts. (O&I) Ja 16-36 
GOVERNING BOARD 
osp a new on. 16-38 
Trustee orientation. F 16-50 
GOVERNMENT HOSPITALS 
Administrator’s personal liability. (L) D 1-117 
Diminishing governmental immunity. (L) Ap 1-79 
Duty to operate city hospital: lease of hospital to religious 
order. (L) Ap 1-78 
Government hospitals and tort immunity. (Southwick) Ap 1-37 
Governmental immunity restored. (L) 1-117 
Grants-in-aid: See Federal health and welfare programs 
GROUP PRACTICE 
Medical group practice manager and his job. (Starr) Ja 16-44 


Texas 


HEALTH INSURANCE 
See also Blue Cross; Blue Shield 
w of bye employee health benefits program. (Rud- 


ministers offered health benefits (N — 
Medical society’s control over insurance plans voi 
Jersey. (N) Ag 16-122 

More persons are insuring against Gente care costs. (N) D 1-120 

1962 in review: prepayment. (N) Ja 1-84 

persons covered by ‘prepaid dental plans. (N) 

Sn ge ll and reimbursement: AAR (German) Ap 16-159 
use of hospitals similar among subscribers 

health (N) Ja 16-130 


Hill-Burton Act: See Hospital Survey and Construction Act - 
HISTORY 
How half a century has Ge Ja 
Medical care tomorrow .. 
strands of today. = 
HOLIDAY OBSERVANCES 
Christmas dinners served to patients’ relatives. (O&I) D 1-24 
Ohio Hospital Association sponsors ‘Christmas airlift’ to hospital 
in Quito, Ecuador. (N) D 16-17 
Physicians tend shop during staff party. (O&I) D 1-24 
HOME CARE 
Blue Cross is one of the poppe |. in Colorado's visiting 
nurse services program. (Kelley) Ag 1-53 


Community- home care program. Ri F 1-33; F 16-62 
——— ital brings continuity to geriatric care. (Les- 
parre) 


Hospital-prepared meals for homebound aged persons. ‘(Braley) 

~~ a Cross expands home care pilot program. (N) 

be oa i contract with New Jersey Blue Cross Plan. (N) 
1-1 


HOSPITAL AND HEALTH FACILITIES 
See also Day care; Home care; Utilization 
s , Phoenix, Ariz., reorganized and renamed. 
( 1-1 
Predicting  Poaeemnanee for maternity facilities. (Thompson & 
Seagoi ospita “Constitution.” Ja 
Seven needs at Kellogg Foundation 
‘alumni’ meeting. 
Shriners announce Sie for children’s burn centers. (N) Ag 
16-113 
Treatment centers urged for care of uremia. » 8. 
Trend toward more beds, fewer ane n 
planning council report. (N) N 16- 
HOSPITAL SURVEY AND CONSTRUCTION ACT 


Ball-point (SFH) 

Census board aids “housekeeping rou O&lI) S 1-26 

Contracting nonroutine housekee (Hall) Se 16-106 

of rooms the ogging method. (Lindan 
others 

mi... course improves methods and morale. (Levinson) 


16-94 
scdichemene requisition forms for nonroutine tasks. (O&I) Je 
1-26 
Sell sanitation to hospital, housekeeping head urges. (DN) Ja 
16-117 
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f hospital 
ee bias in hospitals. N 16-18 | 
Hospital research oy reviewed. (WR) D 1-118 
Senate raises Hill-Burton funds. (WR) S 1-91 | 
Two hospitals in Greensboro (N.C.) not required to integrate, 
court rules. (N) Ja 1-20; appeal of Hill-Burton suit weighed. 
(WR) Ja 16-126 
HOUSEKEEPING 


Successful ways of controll infections. (Uyeda - 
Ten win scholarships for housekeeping 

economy in ho eeping , 
os Ps to match cleaners to cleaning jobs. (McDonald) D 


in automatic floor scrubbing machines. (Tay- 


HUMAN RELATIONS 
Attaining coo effort a committee. 


Cooperation for ‘u ’ (therapeutic d‘ 
istrative) dietitians (DN) 1-84 ) and ‘downstairs ae 


Must be conflict in an o (Levey) My 16-53 
Planning for change. (Berke) "Ap 1-26 1-26 ileal 


Immunity, Charitable: See Liability 
INCOME FOR HOSPITAL SERVICES 
a i -Y.) Blue Cross to use new payment formula. (N) 


How Massachusetts hospitals ‘found’ 5 mill 
Heislein) Ja 16-48; correction, F — 
by VA. (SFH) S 1-24 
e land rator urges full-cos 
INDIAN HEALTH AND HOSPITAL SERVICE 


Ss ee a pioneer hospital system for rugged Labra- 
Papago teen-agers a an asset to Arizona Publi 
rvice (DN) Jl 1-40 
INDIGENT CARE 


Court in Albany, N.Y., upholds wy allowing hospital to 
collect from welfare department. (N) D 1-17 : 

Indigent care program approved at Hospital Association of 
Pennsylvania meeting. (N) Jl °1-95 
in Missouri may aid state’s aged indigents. (N) 

Meaning of ‘free bed’. (SFH) F 1-19 

Pennsylvania report on health care recommends 
purchase of benefits for needy. (N) Ap 16-208 


INFECTION CONTROL 


Autopsy review helps detect infection. (DN) Ja 16-68 
Complete control of infections unlikely with present knowledge, 
researchers conclude. (DN) My 1-63 
Control of infections in hospitals. (Colbeck) Ja 16-58 
and aiding personnel comfort in surgery. 
Detergent curbs staphylococcal infection in newborn, study 
at rooms by thet 
nfection of hos rooms the fogging method. (Lindan 
& others) O 16-1 38 
Environmental sanitation: AAR. (Michaelsen) Ap 16-69 
per Po infected linen in the laundry. (DN) F 1-95 
Hospital infection control. (SFH) N 16-35 
— technique for single-room nursing units. (Craft) O 


gt and control of infections in hospitals. (Altemeier) 
Reducing hospital sepsis through design. (Gates & McLaughlin) 


16-64 

“= a to hospital, housekeeping head urges. (DN) Ja 
Simplified reporting of jhospital-acquired staphylococcal in- 

fections. (Koch & Davidson) N 16-82 
Slacks better for nurses in ane (DN) Je 1-58 
Staphylococcal infection: end of a case. (L) O 1-101 
Successful ways of controlling infections. (Uveda) Jl 1-79 
Surgical facilities at New — (N.Y.) Hospital reopened 


‘ following investigation. (N) My 16-21 
Views on institutionally during con- 
ference at University of Minnesota. (N) N 1-116 


INHALATION THERAPY 


Inhalation therapy. (SFH) Ag 1-29 

Inhalation therapy taught on ‘Breath of Life Day.’ (O&T) Ap 

Maintenance of oxygen systems. (Paul) O 1 

Oxygen tanks delayed on way to hospital. ( N) N 16-141 

Rugs and oxygen tents. (O&I) F 16-32 

Safe practices in handling oxygen equipment. (Berry) Ag 1-103 

INSURANCE 

See also Blue Cross; Blue Shield; Health insurance 

Hospital liability insurance changes announced by National 
Bureau of Casualty Underwriters. (N) Je 16-162 

Insurance and safety: AAR. (Moore) Ap 16-111 

Insurance for auxilians. (SFH) N 1-21 

Liability insurance. (SFH) Ap 16-27 


wey hospitals and unemployment insurance. (Ludlam) , 


Integration: See Racial integration 
Interior decoration: See Decoration 
INTERNATIONAL HOSPITAL FEDERATION 
Edwin L. Crosby, M.D., installed as IHF Jl 1-17 
newin Crosby, M.D.: man with a m ningham ) 
Hospital meeting—international style: special report. Ag 1-17 
INTERNS AND RESIDENTS 
Court ruling frees Cleveland hospital of social security pay- 
ments for residents. (N) Ja 1-19; (N) Ja 16-128 
Guide used to help pronounce staff names. Oe) O 1-14 
Medical and paramedical education in hospitals: AAR. (Pratt 


— tching Program—twelfth annual report. S 


on reclassification of residents issued by National 
Advisory Committee. (N) Jl 1-94 


INVENTORIES 
ee economical ordering quantities. (Mathews & Har- 


Kerr-Mills Act: See Geriatric health programs 


KEY CONTROL 
Simplified key system for psychiatric facilities. (Mason & 
Butler) O 16-74 
King-Anderson Bill: See Geriatric health programs 
* 
LABORATORIES, CLINICAL 
Autopsy review “gs s detect infection. (DN) Ja 16-68 
Cardiorespiratory laboratory in a nonuniversity hospital setting. 
(McLean) Ag 1-60 
Electrocardiograph charges. (SFH) My 16-34 
National Pituitary Agency Bn Be (N) D 1-18 
Plan for patient area in lab wins $1000 prize. (O&I) Ag 16-28 
Revised requirements‘set for —- technologists. (N) D 1-120 
Second pathologist. (SFH) O 16-27 
Serologic tests for va. 2 — of hospital practice. 
(Brown & Mahoney) N 1 1-43 
Staffing requiremerits. (SFH) oO 18- 28 
Laboratory animals: See Research 
LAUNDRY AND LINEN 
Applying a durable 2K retardant with inplant equipment. 
(Gardner & others) N 16-123 
Fireproof fabrics. (SFH) Mr 16-34 
Handling infected linen in the gig (DN) F 1-95 


Handling soiled linen. (SFH) F 16-2 
Handling sparking hazards of plastic laundry bags. (SFH) J] 


16- 
Keeping trained personnel at the bedside. (Barclay) Ja 16-64 
Laundering synthetic fabrics. (Title) S 16-169 

Laundry production report: aid to cost analysis. (Reveley) F 


1-94 
Sampling technique for estimating linen supply. (Davis & 
others) Mr 16-118 
Soluble laundry bags (SFH) Je 16-38 
Some —— considerations in purchasing textiles. (Farrell) 


-66 
work: sampling in the laundry. (Frederick) My 16-68 


‘LAWS AND LEGISLATION 


Duty to operate city hospital: lease of hospital to religious 
order. (L) Ap 1-78 
Hospital law: AAR. (Hershey) Ap 16-89 
1962 in review: hospitals and the lew. (N) Ja 1-88 
Texans ‘quick on the draw’ during —_— legislative emer- 
gency. (N) Je 16-19 
LIABILITY 
Administrator’s personal (L) 1-117 
Consent: thematic variations -100 
Doctrine of charitable immunity Agog in Oregon; bill ‘te 
restore immunity in Ohio fails. (N) S 16-21 
Farewell to the borrowed servant. (L) =. kn 
Governmental immunity restored. (L) D 


Hospital law: AAR. (Hershey) Ap 16- 
Hospital liability insurance changes nounced by National 
Bureau of Casualty Underwriters. (N) Je 16-162 
Informed. consent to treatment. (L) My 1-101 
Liability in emergencies. (ih) Mr 1-146 
Liability insurance. (SFH) Ap 16-27 
More charitable immunity cases. (L) Je 1-84 
1962 in review: hospitals and the law. ¢N) Ja 1-88 
Staphylococcal infection: end of a case. (L) O 1-101 
LIBRARY SERVICE 
Do you read me? (Ed) A — 
Joint medical library. (SFH) D 16-28 
Library service: AAR. (Beatty) om 16-117 
Medical Library a announces scholarship for medical 
librarian. (N) N 16-136 
LICENSURE 
ee bill would tighten controls on new hospitals. (N) Ap 


Government hospitals and tort a ( Southwick) Ap 1-37. 


New law gives chiropractors use of x-ray in New York. (N) 


Jl 1-91 
New York state to regulate maternity service standards, (N) 


Je 16-1 
“— et Rye revise license code for proprietary hospitals. (N) 
a - 

Lighting: See Electric wiring and lighting 

Linen: See Laundry and linen 

Long-term care: See Chronic illness care; Geriatric care; Geri- 
health programs; Home care; Nursing homes; Rehabili- 
tation 


M 


MAIL SERVICE 
_—— Friday mailing’ delivers postage savings. (Goldin) D 


Maintenance: See Engineering 
MANPOWER, HEALTH 


See also Federal health and welfare programs 
mam geet for the health field: what are the prospects? (West) 


HOSPITALS, J.A.H.A. 


| 
j 
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Public Heait': Service challenges AMA data on ph ia = 
lation. (N} © 1-1% , physician popu 


Maternity care. See ©) ‘etric care 
MEDICAL AUDIT 


Function of the audit committee in the general hospital. 
(Payne) D 1-62 


MEDICAL CARE 


Autopsy review helps detect infection. (DN) Ja 16-68 
Evaluating medical care. (O&I) (Koliseh) F 16-36 
How trends in medical education are affecting medicine and 
cal care tomorrow ... ttern will be woven fr 
strands of today. (Mackintosh) ,7 1-30 : 
Seagoing hospital: S.S. “Constitution.” Ja 16-53 
Smaller hospital—a challenge or a chore? (Price) Je 16-55 
should smaller hospitals offer? (Guntner) Je 
MEDICAL CENTERS 


Education ‘in .the broadest sense’ prime role of university 
medical center. (Nelson) (N) F 1-107 

Medical centers: essential elements. (SFH) Mr 1-27 

——— to build medical school in New York. (N) Ag 

Research hospital services, objectives highlight meeting 
medical educators. (N) N 16-136 


MEDICAL EDUCATION 


AMA statement calls for broadening the focus of nutrition in 
medical schools. (DN) Je 1-65 

Accredited status reaffirmed for California College of Medicine. 
(N) Ja 16-132 

Aid to medical education bill enacted. (WR) O 16-139 

Future doctors receive medical care experience. (N) O 16-144 

How trends in medical education are affecting medicine and 
hospitals. (Magraw) O 1-54 
owe schools approved; nation’s total reaches 87. (N) Ja 

Premedical students learn wie routines as volunteers. 
(MacBain & Schumacher) Jl] 16-73 

—- to cut medical school courses by two years. (DN) D 


Three advances cited by AMA's Council on Medical Education 
and Hospital. (N) D 1-17 
MEDICAL RECORDS 
AHA headquarters will house office on the International Classi- 
fication of Diseases Adapted for Hospitals. (N) F 1-17 
Committee of physicians reviews medical records. (O&I) Ap 


1-22 

Death terminology. (SFH) O 1-23 

Disaster tag. F 1-04 

Disposing of records when a hospital closes. (SFH) S 16-44 

Identification cards. (SFH) F 1-19 

Medical record forms. (SFH) N 16-32 

Medical records: Joint Commission requirements. (SFH) Ap 

Nurses’ notes: microfilming. (SFH) Je 16-32 

Recording infant patients. (SFH) O 16-27 . 

ee to better emergency department records. (Ryan) 

r - 

Signing birth certificates. (SFH) S 16-44 

Simplified reporting of staphylococcal in- 
tections. (Koch & Davidson) N 16- 

Statement on use of the International Classification of Diseases 
for hospital indexing: AHA and American Association of 
Medical Record Librarians. My 1-58: (Ed) e 1-35 

Trends in medical records: AAR (McKinney) Ap 16-131 

MEDICAL STAFF 

See also Interns and residents : 

Administrative residents learn about physicians’ problems at 
courltty meetings. (Goldberg & Tell) Je 1-33 

American College of Radiology chancellors condemn restric- 
tions on radiologists. (N) = - 

Analvzing the cost of illegible handwriting. (Feldman) F 


16-70 

Anesthesia charges. (SFH) Ag 16-23 

Anesthesiologist agreements. (SFH) J 

Annuities for hospital physicians. (L) Ja 1-80 

Board controls staff membership. (1.) Ap 1-78 

Clearer definition of duties seen as kev (0 be*ter hospital- 
pathologist relationships. (N) N 1-117 

Commuting physician. (SFH) My 1-26 

‘Conspiracy of silence.’ (L) Mr 1-147 ; 

Doctors specialize in emergency serviie. (DN) ‘'r 16-71 

Even more medical staff litigation. ‘'.) F 1-104 

Function of the audit committee i. the general hospital. 
(Payne) D 1-62 

Greensboro hospital considering app: ations from Negro doc- 
tors. (N) Ja 16-21 . 

How a group of smaller hospitals provides a full range of 
medical specialty services. (Erickson) Je 16-68 


Impact of hospitals on the practice of medicine in Europe and 


America. (Roemer) N 1-61 

hospitals and physician employees. (L) 

Medical staff appointments. 1-21 

Medical staff: valuable resource in drawing the master plan. 
(Mussells) 16-71 

Nebraska legislature passes osteopathic bill. (N) O 1-107 

Needed for the future: full partnership for physicians in health 
care planning. (Williamson) N 16-56 

New Jersey hospital required to a¢cept osteopath’s application 
for courtesy medical staff privileges. (N) Ag 16-20 

New York City area hospitals agree on affiliation of staffs and 
facilities. (N) Ag 16-19 
2 in review: professional services. (N) Ja 1-84 

re and hospitals—the challenge to cooperate. (Hamil- 
ton) 1- 

‘Physicians’ contracts. (SFH) My 1-24 

Physicians’ phones linked to west — Je 16-44 

g - 


Podiatrists in hospitals. (SFH) D 1-28 

Position of oral surgeon. (SFH) D 16-31 

Public Health Service challenges AMA data on physician 
population. (N) O 1-106 
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Public Health Service hospital physicians oppose dual taxation. 
(N) Ap 1-81 


Second pathologist. (SFH) O 16-27 
Staffing the emergency department. (DN) Je 1-58 
Staff privileges: point of order. (L) S 1-90 
Surgeon's qualifications. (SFH) Jl 1-19 
Two medical staff committees, one direction: toward more 
efficient use of hospital beds. (Sr. Gregory) Ag 16-60 
Uniting hospital-medical staff goals: smaller hospitals. (Craw- 
ford) Je 16-65 
Mental health: See Psychiatric care 
MENTAL RETARDATION 
New attack on mental illness. (Ed) Ap 1-25 
re oa new mental health programs being made. (WR) N 
MESSENGER SERVICE 
Keeping trained personnel at the bedside. Ceesee) Ja 16-64 
messenger service evaluation form. (Bal- 
anz 


METHODS IMPROVEMENT 
Chicago Hospital Council to study hospital management. (N) 


1-94 
Commission for Administrative Services in Hospitals report 
recommends nursing care improvements. (N) O 16-144 
Work sampling in the laundry. (Frederick) My 16-68 


MEXICAN HOSPITALS AND HEALTH 


Hospital Shriners Para Nifios Lisiados, Mexico City: Adventures 
in hospital administration. (Radin) Je 1-41 


Narcotics: See Pharmacy 
NATIONAL HOSPITAL WEEK 
Careers in hospitals. (Ed) Ap 1-25 
ettenet Hospital Week will spotlight careers May 12-18. (N) 


National Institutes of Health: See Federal health and welf 
programs 
NURSERIES 
See also Formula rooms; Pediatric care 


Babies warm to cold feedings. (DN) Ja 1-52 

Bed spacing requirements. ( ) O 16-29 

Detergent curbs staphylococcal infection in newborn, study 
*shows. (DN) N 16-84 

Prompt care aids hemolytic infants, study shows. (DN) Je 1-58 
Recording infant patients. (SFH) O 16-27 

Signing birth certificates. (SFH) S 16-44 


NURSING EDUCATION 

ae reserve’ program for registered nurses (Olsson) My 

Advisory group sees ‘critical problems’ ahead in nursing: re- 
port to Surgeon General. Mr 16-21 

Closed-circuit TV in a hospital school of nursing. (DN) S 16-66 

'NLN-ANA plan study of nursing education. ( N 1-119 

NLN receives grants to improve nurse training. (N) Ag 16-123 

1962 in review: nursing and nursing education. (N) Ja 1 

a University, Boston, plans college of nursing. (N) 

Nursing education: AAR (Courtney) Ap 16-139 

useing aon construction guidelines to be developed. (N) 

p - 

Nursing student in the hospital setting. (Fox & others) Jl 1-50 

Nursing student views patient care. (Fox & others) Jl 16-135 

Practical nurse training: federal program. (SFH) Ap 16-30 

Serious omission: no provision for assistance to the hospital 
school of nursing in Health Professions Educational Assist- 
ance Act. (Ed) N 16-55 

Statement (AHA) on monetary charges to students in hospital 
schools of nursing. N 1-70 

Statement of the AHA with respect to hospital schools of 
nursing. N 1-70 

Statement on hospital schools of nursing issued by the Ameri- 
can Hospital Association. Ag 16-51 

Student nurses take over administration for a day. (O&I) Mr 


1-34 
TV series helps nurses keep up with nursing. (Starin) S 16-77 


NURSING HOMES 

See also Chronic illness care; Geriatric care; Geriatric health 
programs 

American Association of Homes for the Aging calls for multi- 
lateral accreditation program. (N) My 16-21 

AMA and American Nursing Home Association announce joint 
program for accreditation of nursing homes; AHA issues 
statement. (N) My 1-107 

California's nursing home accreditation program. (Erickson) 
J 


1- 
Capacity of nation’s skilled nursing homes has doubled since 
1934, Public Health Survey shows. (N) Ja 16-133 
‘Continent,’ not ‘separate islands’ of care needed to meet 
health needs. (N) (Babcock) Je 16-158 
Hospital is host to nursing home personnel. (O&I) N 16-47 
JCAH accreditation of inpatient care institutions other 
hospitals deferred. (N) Ja 1-19 7 
Long-term care facilities. (special issue) Mr 1 
National Council for the. Accreditation of Nursing Homes 
names board of directors. (N) Je 16-20 
— qaeeey Blue Cross contracts with 64 nursing homes. (N) 
1- 


1962 in review: long-term care. (N) Ja 1-83 
Nursing home accreditation. (Ed) Jl 16-67 
Nursing home food service: carrying out therapeutic diets. 
(Kaufman) N 16-102 
- Nursing home food service: controlling costs through menus 
and management. (Kelly) S 16-115 
Nursing home mortgage insurance discussed. (WR) N 1-114 
Nursing home Mo discontinues (self-regulating) oper- 
ations: New York City. (N) F 16-130 
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South Carolina hospital group to admit nursing homes. (N) 


Veterans, cr to expand nursing home facilities. 
NURSING SERVICE 
of part-time =. general hospitals. (Testoff & 


others) S 
Attaining cooperative effort through a procedure committee. 
(Provine) N 1-81 
Cross is one, of of Colorado's visiting 
Commission for istrative 


Hospitals report 
O 


recOmmends nursing care improvements. 16-144 


NURSING SERVICE 


Device for weighing bedridden patients. (O&I) A 
Do nurses spend too much tine counting eavection? (MeKillop) 


Do patients prefer le rooms? (Thom Ji 1-41 
ee cart at each nursing unit. ( 1-20 
Federatio n): special report. Ag 1-17 
— technique for single-room nursing units. (Craft) O 


progressive - care practical for a small hospital? 


eeks) S 16- 
mas trained personnel at the bedside. (Barclay) 2 a aes 
aor — nurses can be valuable to nursing te 


msed pra nurses requ recognition as barga 
efhod in New York. (N) O 1-107 _— 

M ls for assessing nursing care quality. (Blumberg & Drew) 


N 1-72 
Mirrors help nurses to monitor corridors. (O&I) N 1-36 
More nurses employed in 1962, survey shows. (N) A Ron -y 


) 
1962 in review: nursing and nursing education. (N) 
Nurse tment in Conn. (O&I) Ag 1 
Nurse scheduling. (O&I) 


N service: AAR (R yle) Ap Ap 16- 
Peace — nurses help Hondurans Soke themselves. Mr 16-51; 
(O&I) My 16-36 


Place for ‘get-well’ cards. (O&I) Ap 16-42 
ae port of survey mates number of nurses em- 
in (N) Mr 16-140 
Roles of nurses and ai (DN) Ja 1- 
hospitals: staffing the (Wright) Je 


~ ix) Ja 1-48 nurses’ reports: tape recording. (Alexander & 
al 
—— nursing unit features pentagonal rooms. (DN) N 
Visiting mu aa contract with New Jersey Blue Cross Plan. 
Washington N 1-1 


nureing board defines terms used in law. (N) Mr 
OBSTETRIC CARE 
Mothers view babies on closed circuit TV. any Mie 1-38 
ey Cross study shows maternity down. 
a 
state to regulate maternity service standards. (N) 
e - 
Predicting requirements for maternity facilities. (Thompson 
& others) F 16-45 
on hospital to report birth of quints. (N) 
Those empty maternity beds. (Ed) D 16-37 
Old age: See Geriatric care; Geriatric health programs; Nursing 
homes 


ORGANIZATION 
‘ai See also Administration 
Affiliation provides a broad range of services for two hospitals. 
(Lucchesi & Kaplan) N 16-59 
Effecting organizational change through a formal budget. 
(Johnson) O 1-32 
Impact of hospitals on ae >» apcgmenyy of medicine in Europe and 
merica. (Roemer) N 
Must there conflict in an organization? (Levey) My 16-53 
Uniting hospital-medical staff goals: smaller hospitals. (Craw- 
ford) Je 16-65 
Orientation: See Personnel 
OSTEOPATHY IN HOSPITALS 
Nebraska legislature passes osteopathic bill. (N) O 1-107 
New Jersey hospital required to accept osteopath’s application 
for courtesy medical staff privileges. (N) Ag 16-20 
OUTPATIENT DEPARTMENT 
See also Day care; Emergency care 


Ambulatory service: AAR. (Lee) Ap 16-53 
Chicago hospitals study outpatient care. (DN) Mr 16-71 
Trea outpatients. (SFH) Jl 16-49 


Oxygen: See Inhalation therapy 


P 


Paramedical personnel: See Personnel 
PATIENT RELATIONS 
See also Chapels and chaplains; Visitors 


136 
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Do patients prefer single rooms? (Thompson) 
Gourmet gift meals served to patients. (O&Il) N 
How should the patient be told—and by 


1 
Lost—one mother. (Jones) N 1-48 
No room for pe oro Ee no operating room No. 13 at Johns 
Hopkins. (N) 05 


Patients are ‘guests’ through (O&I) Ja 16-36 


Windows in patient rooms. ( 
bt ge press policy protects newsworthy patients. (Carmosin) 


PEDIATRIC CARE 


See also Formula rooms; Nurseries. 


Exhibit teaches prevention of children’s accidents. (O&I) JI 1-20 
Frame fitted to crib keeps children safe. (O&I) Ag 1-32 
High chair for parents. (O&I) (Hansen) D 16-33 
— Shriners Para Nifios Lisiados, Mexico City: adventures 
in hospital administration. (Radin) Je 1-41 
—— study shows need for better use of children’s con- 
scent care facilities. (N) S 1-92 
Modified - —_ for a modified approach to the child patient. 
(Synar) D 1-86 
‘Play nurse’ caps please small patients. (O&I) Ja 16-36 
Safety belts protect chitdren in wheel chairs. (O&I) Je 16-44 
oa announce sites for children’ s burn centers. (N) Ag 
Study report on children’s - ore services in New York 
sinenees joint responsibility. (N) S 16-1 
Viewpoints on dren in Ee (Heavenrich; Erickson; 
Saren) My 16-40 


PERSONNEL 


See also Careers; Human relations; Methods improvement 
Analysis of rt-time nursing in general hospitals. (Testoff & 


others) S 1-54 
Annuities for hospital physicians. (L) Ja 1-80 
bargaining bill defeated in legislature. (N) 


Definin salary classes and wage pompee. ( Wallace) S 16-89 

Demand for ergones growing, United Hospital Fund study 
shows. (N) D 1-120 

Designing a realistic administrative manual. (Jarvis) Ag 1-56 

Elements of supervision. (Berke) S 16-64 . 

Formal personnel ratio. (O&I) (Hancock) Ja 1-24 

F personnel rating system. (Furie) D 1-53 


orm 
Hospital and union sign ‘no strike’ agreement. (N) My 1-18 
Hospital costs dissected in inservice training. (O&I) My 1-30 
Hospital meals and taxes. r 1-28 

Hospit tal sends greetings on quuplovees’ birthdays. (O&I) Mr 


16-42 
director’ s role analyzed: at meeting. 
) J 


‘ Hospital-union contracts. (SFH) O 1 


-29 

course improves methods and morale. 

g - 

Impact of wages on hospital costs. (Brown) JI] 1-24 

Instruction for engineers. ( ) Ja 1-1 

Job description for the director of hospita] volunteers: AHA 
statement. D 1-60 

Keeping trained personnel at the bedside. (Barclay) Ja 16-64 

Licensed practical nurses nee recognition as bargaining 
agent in New York. (N) O 

for the health field: are the prospects? (West) 


6 
Manual for chief switchboard operators. (O&I) N 1-36 
Medical and paramedical education in hospitals: AAR. (Pratt 
& Monagle) Ap 16-123 
New York legislature collective bargain- 
ing for hospital workers 
New York State survey 143 duties in 
a dietary departments. (DN) 16-88 
view: personnel and labor relations. (N) Ja 1-89 
Tamemuat hospitals and unemployment insurance. (Ludlam) F 


16- 

North Carolina hospitals ne by dietary consultation and in- 
service training. (DN) AP 16-186 

Nurse recruitment in New Haven, Conn. — * 

Part-time dietary hel in a suburban 16-122 

Personnel administration: AAR. (Blaisdel ) Ap. {6- 149 

Pharmacy staff requirements studies. (DN) O 7] 126 

Plan for evaluating hospital jobs. (Wallace) S 

Preliminary report of survey estimates number a nurses em- 
ployed in hospitals. (N) Mr 16-140 

Program for improving patient care services: what Minnesota 
found in a three-year study. (Barr & others) O 16-81 

Remedies for excessive turnover in the dietary department. 
(Mote & Gehring) O 1-68 

Remodeling ee creates guest house. (O&I) Mr 1-34 

Revised requirements set for medical technologists. (N) D 1-120 

Smaller hospitals: 4-phase plan turns conventions into re- 
fresher courses. (Baymiller) Je 16-119 

— vaccination urged for hospital employees. (N) Jl 

Staffing requirements: pathology epeeseent. (SFH) D 16-28 

Three-step grievance procedure. (Gronbach) Ja 16-60 

Training for food service workers under Manpower Develop- 
ment and Training Act. (DN) O. 16-102 

supervisors in metropolitan hospitals. (Styer 

others 

engineers for a hoépital career ‘Bond & 
others 

Unaccustom 2d cooks serve at picnic. (G&I) Je 1-26 

Volunteer director. (SFH) Jl 


PHARMACY 


AMA establishes index of adverse drug reactions. .N) Ag 1-123 
American Pharmaceutical Association studies educational role 


Pe pharmacies. (DN) N 16-121 
yee Soy the cost of illegible handwritir.g. (Feldman) F 16-70 
er ook at narcotics control in hospitelis (DeBaggio) Ag 


16- 
(Hosford) Ja it-96 
Calm after (Ed) My 186-39 


HOSPITALS, J.A.H.A. 


Contesting medications from the pharmacy. (Derewicz) N 
ar pos spend too much time counting narcotics? (McKillop) 
Drug administration. (SFH) S 16-46 
contest validity of FDA regulations. (N) 
Drug name on prescription label urged. (DN) N 16-86 
Drugs at all hours: solving the problem of 24-hour pharmacy 
16-77 
e system of chargi for medications and lies. 
(Oliver & Smith) D 16-92 
= ereeces regulations for proof of drug efficacy. (N) Mr 
FDA says no licenses will be needed by clinical investigators 
of new drugs. (N) Ap 16-210 
a government rejects Krebiozen clinical trial. (N) D 
Formula for formulary. (Ed) Jl 1-23 
Hospital loses appeal on pharmacy permit. (N) Ap 16-204 
Joint statement announces revision of hospital formulary sys- 
tem operation. (N) Je 1-86 


_ Michigan Hospital Association, pharmacists attempt to modify 


new pharmacy.rules. (N) 16-134: D 16-18 
Narcotics control in the hospital. (Trygstad) Mr 16-88 
Narcotics handling during a civil defense emergency. Ag 16-78 
New drug regulations, education among topics at American 
Pharmaceutical Association convention in Miami. (N) Jl 1-90 
New drug regulations effective February 7. (N) F 16-124 
1962 in review: professional services. (N ) Ja 1-84 
Organizing a drug literature file. (Cleveland) O 16-120 
Pharmacist looks at drug dispensing machines. (Kenna) F 
Pharmacy: AAR. (Webb) Ap 16-155 . 
Pharmacy coverage. (SFH) 1-30 
Pharmacy inte p program announced. (DN) Ja 16-102 
. urge more participation in related areas. 
Pharmacy staff requirements studies. (DN) O 16-126 
Role of the hospital pharmacist in rational therapeutics. 
(Pellegrino) F 16-102 
Stricter control of dangerous drugs urged. (DN) S 16-150 
— _nengresestonel elp in the pharmacy. (Trygstad) My 


16- 
What’s in a name? (Ed) D 1-33 
— Blue Cross ends prescription drug program. (N) S$ 


PLANNING 


See also Branch hospitals; Construction; Decoration 

Admitting suite for the first critical hospital hours. (Finsterle 
& Vail) N 1-44 

All rooms are private in this compact nursing unit plan. 
(Moore) O 1-35; (O&I) D 16-34 

Applying the assembly line principle to hospital food service. 
(Davidson) Ja 1-62; Ja 16-78 

Atomedic Hospital features automation. (N) D 1-121 

Bed spacing requirements. (SFH) O 16-29 

Do patients prefer single rooms? (Thompson). My 1-41 

Estimating space needs and costs in general hospital construc- 

_ tion. (Corbin) S 1-49 

Hospital design: AAR. (O’Connell) Ap 16-85 

Hospital meeting—international style (International Hospital 
Federation): special report. 1-17 

How to write contract specifications. (Hough) N 1-103 

Journey’s End St. comes to the ‘end of the road’—hospital 
street name changed. (N) §S 

Long-term care facilities: functional should. be 

exible and realistic. (Baime) Mr 1- 

Long-term care facilities: six recent designs. Mr 1-71 

Medical staff: valuable resource in drawing the master plan. 
(Mussells) 16-71 

Plan for patient area in lab wins $1000 prize. (OG g 16-28 

Planning doctors’ offices. (SFH) A - 

Planning or remodeling the hospital food service department: 
architect's viewpoint. (Blair) Mr 16-102; administrator’s view- 
point. (Crews) Mr 16-104; dietitian’s contribution. (Zahasky) 
Ap 1-60; engineer’s viewpoint. (O'Neil) Ap 1-62 

Planning therapy department. (SFH) N 16-35 

Predicting requirements for maternity facilities. (Thompson & 
others) F 16-45 

Reconciling automation and humanism in the hospital of the 
future. (Wheeler) -5 

nee hospital sepsis through design. (Gates & McLaughlin) 


Registration and approval program—hospital architects: AHA 
action. O 16-148 

Selected list of AHA policy statements of 
planning and financing. N 1-1 

Shading hospital windows. (SFH) S 1-24 


Trend toward more beds, fewer hospitals, seen in New York 


planning council report. (N) N 16-140 
Triangular nursing unit features pentagonal rooms. (DN) N 


16- 
Windows in patient rooms. (SFH) N 16-32 


PLANNING, AREA-WIDE 


See also Councils 

Check list to evaluate an area-wide planning agency for hos- 
pitals and related health facilities: AHA approval. O 16-78 

Guide to the role of hospital membership associations in area- 
wide planning for hospitals and related health facilities: 
AHA statement. F 16-68 

Hospital master plan—blueprint for the future. (Brines) F 1-41 

Hospital planning: AAR. (Zimet) Ap 16-99 

“oO bill would tighten controls on new hospitals. (N) Ap 


Long-term care facilities: the influence of coordination plan- 
ning in project design. (Mills) Mr 1-52 

Long-term care facilities: the vital framework of area-wide 
planning. (Brown) Mr 1- 

Michigan to study role of area-wide planning agencies. (N) 


D 1-1 
Needed for the future: full partnership for physicians in health 
care planning. (Williamson) N 16-56 
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1962 in review: planning and research. (N) Ja 1-89 
North Carolina agency fists elements of master plans. F 1-44 
— hospitals join to study area he needs. (N) 


-1 
Publi oe See grants awarded to six planning groups. 
e - 

Statement on relationship of an area-wide planning agency 
for hospitals and related health facilities with a community 
health and welfare council: AHA action. N 16-78 

What services should smaller hospitals offer? (Guntner) Je 
16-59 


Plastic materials: See Disposable goods 
Poison control: See Pharmacy 


POWER PLANT 


Hospitals use generators during Denver blackout. (N) Ap 1-82 
Natural gas engine meets all power needs. (DN) Je 1-79 
Water treatment reduces corrosion problems. (Feuerborn) D 
1-1 
Presbyterian hospitals: See Protestant hospitals 
Press relations: See Public relations 


PREVENTIVE MEDICINE 


Attackt-on lead poisoning launched in Chicago. (N) Ag 16-120 

Serologic tests for syphilis: a 14 yx of hospital practice. 
(Brown & Mahoney) 1-65; (Ed) N 1-43 

Smallpox vaccination urged for hospital employees. (N) JI 
16-186 

‘V-Day’ in Waterville: polio immunization program. (Sr. Irene) 
Ap 1-45 

PROCEDURE MANUALS 


Designing a realistic administrative manual. (Jarvis) 1-56 

Get it in writing: manuals in the dietary department. ( ks 
& Wallfred) Ag 1-72 

Manual for chief switchboard operators. (O&I) N 1-36 

Written press policy protects newsworthy patients. {Carmosin) 
O 1-46 


PROGRESSIVE CARE 
See also Day care; Home care 


Is pro ve patient care practical for a small hospital? 
(Wee ) S 16-74 


PROPRIETARY HOSPITALS 


Children’s Hospital, Phoenix, Ariz., barred from sale of 8 per 
cent bonds. (N) F 1-17: reorganized and renamed. (N) Ap 
1-18; suit filed against promoters. (N) Jl 1-17 

‘8 per centers’ in the hospital field. Mr 1-17; (Ed) Mr 1-47 

Fallout shelter limitations. (SFH) Mr 1-27 

Illinois bill would tighten controls on new hospitals. (N) Ap 
6-206 


New York to revise license code for proprietary hospitals. (N) 
Ja 16-1 
Study of claims padding under way in New York. (N) § 1-17 


PROTESTANT HOSPITALS 


Appalachian Regional Hospitals, Inc., assumes control of miners 
hospitals; Dr. Klicka named executive director. (N) O 16-24 

Presbyterian Church negotiating purchase of United Mine 
Workers hospitals. (N) My 16-21; Mine workers’ hospitals 
transferred. (WR) O 1-102 


PSYCHIATRIC CARE 


Day hospital charges. (SFH) Ag 16-24 

Hospital meeting—international style (International Hospital 
Federation): special report. Ag 1-17 

In Illinois: a fresh start in men health. (Mackie) S 1-45 

Mental hospitals invite psychiatry students. (DN) O 1-60 

Motion picture therapy in a mental hospital. (Conover) Je 1-56 

New attack on mental illness. (Ed) Ap 1-25 

Plans for new mental health programs being made. (WR) N 
16-133 

Psychiatric admissions. (SFH) S 1-24 

Psychiatric patient stay shortened. (DN) Ap 16-54 

Psychiatric unit adopts hotel decor and decorum. J] 1-34 

: oy aa system for psychiatric facilities. (Mason & But- 

ler) 16- 

Study report on children’s psychiatric services in New York 
stresses joint responsibility. (N) S 16-190 

Using mental patients as emergency man power. (Hagopian) 
Ag 16-52 

PUBLIC HEALTH 

See also Federal health and welfare programs; Preventive 
medicine 

Healthguard program. (Ed) O 1-31 

National Health Forum discusses needs in developing US. 
health resources. (N) Ap 16-202 


Ray E. Brown to head task force of Community Health Serv- 
ices Commission. (N) Jl 16-194 


PUBLIC RELATIONS 
See also National Hospital Week 
meee Peer Medical Center receives Silver Anvil Award. 
N) 1-85 


Hospital public relations training program for college students. 
(Newkirk) Je 1-48 
Law and press have window on emergency care. (O&I) Mr 


16-42 
roe ae, on hospital to report birth of quints. ( N) O 
1 


Public information: AAR. (Sportsler) Ap 16-164 
Written press policy protects newsworthy patients. (Carmosin) 


O 1-46 
Year for milestones: originality and careful planning mark 
1963 hospital anniversaries. D 1-37 


PURCHASING 
AHA forms societies for hospital specialists. (N) Ap 1-83 
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a 


Attaining c 


peaperative effort through a proeedure committee. 

(Provine) 

ee hospitals save through group purchasing. (N) Ap 

Computing economical order uantities. (Mathews & Har- 
rison) 1-82 

meuening and using purchasing specifications. (Farrell) My 


Disposables — nondisposables fors patient safety? (Irwin & 
Smalley) Je 1-66 

How machine processing can help in the supply function. 
(Fleming) S 1-70 

Purchasing: AAR. 16-168 

Purchasing agents society 1-34 

Purchasing for ineering aad some special 
considerations. gen) D 1-74 

Purchasing oom oO equipment: purchasing agent. (Egli) J! 
1-57; obstetrician. (Danforth) Jl 1-61; nurse. (Armstrong) J! 
16- 92: engineer. (Bowman) Jl 16-98 

Six steps to better hospital purchasing. (Whale) Ja 1-53 

aT considerations in purchasing textiles. (Farrell) 
4 

Specification check list for purchase of new equipment: AHA 
approval. 1-67 

false economy in housekeeping supplies. (Johnson) 

What's new in foods for the institutional buyer. F 1-62 


RACIAL INTEGRATION 


AMA-National Medical Association joint committee to aid de- 
segregation. (N) S 1-92 

Civil Rights Commission surveys health field. (N) Jl 1-92 

Court rules ‘separate- ae clause unconstitutional; bars 
bias in hospitals. N 16-18 

Greensboro hospital considering applications from Negro doc- 
tors. (N) Ja 16-21 

Group formed to attract Negro medical students in Chicago. 


(N) Jl 16-188 
Hospital in N.C. signs nondiscrimination pact. (N 
Integration: what is hospital's role? re 16-17 


Two hospitals in Greensboro (N.C.) not requir - Selccumnn. 
court rules. (N) Ja 1-20; appeal of Hill-Burton suit weighed. 
(WR) Ja 16-126 


RADIO 


Hospital cooperates in local radio program. (O&I) S 16-49 
nr radio network planned by N.J. hospitals. (N) Ja 
16- 


RADIOLOGY 


American College of Radiology chancellors condemn restric- 
tions on radiologists. (N) Ap l1- 

Cobalt accounting. (SFH) N 1-21 

Fewer hospital x-rays urged. (DN) Ja 1-52 

Half of all x-rays taken in hospitals. (DN) Ja 16-68 

gives use of x-ray in York. (N) 

X-ray relative values revised. (DN) O 1-61 

X-ray reports by teletype. (Reese) Je 16-74 


RATES 


All-inclusive rate as a means for standardizing hospital 
charges. (Rosenkrantz & Bornstein) N 16-70 

Daily service charges in released. (N) N 16-140 

Day hospital (psychiatric) charges. (SFH) Ag 16-24 

Electrocardiograph charges. (SFH) My 16-34 

Equitable system of charging for medications and supplies 
(Oliver & Smith) D 16-92 

Risk of discounts. (SFH) O 16-29 


Recognitions: See Awards and recognitions 


RECORDS AND FORMS 


See also Medical records 

requisition forms for nonroutine tasks. (O&lI) 
e 1-26 

How one small hospital standardized its records. (Foster) Ja 
1-45 


Reporting accidents. (SFH) My 1-24 

Standardized reporting form for patient incidents and accidents. 
(Neff) Ag 16-41 
Te nurses’ reports: tape recordings. (Alexander & 
Zix) Jal 


RECREATION 
Motion picture therapy in a mental hospital. (Conover) Je 1-56 
‘Navigational therapy’ for long-term patients. (DN) Mr 1-51 
RED CROSS 
Century for Red Cross. (Ed) My 1-35 
REHABILITATION 
See also Chronic illness care 


Affiliation provides a —— range of services for two hospitals. 
(Lucchesi & Kaplan) N 16-59 

Aids to self-feeding used in rehabilitation program of VA Re- 
search Hospital, Chicago. (DN) N 1-96 

Helping the disabled person to help himself, to good nutrition. 
(Zickefoose & Frey) N 1-91 ) 

Planning therapy department. (SFH) N 16-35 


Reimbursement: See Income for hospital services 
Religion: See Chapels and chaplains 
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RESEARCH 


See also Federal health and welfare nrograms 

American College of Laboratory nimal Medicine opposes 
misuse of research laboratories. (N) PD 1-17 

Hospital research: AAR. (Thompson & Lee) Ap ‘6-105 

Hospital research program reviewed. (WR) D 1-118 

Research hospital services, objectives highlight meeting of 
medical educators. (N) N 16-136 

Under false pretenses: bills in Congress pertaining to experi- 
mental use of animals in medical research. (Ed) O 16-59 

Use of animals in medical research: AHA statement. D 16-60 


RUSSIAN HOSPITALS AND HEALTH 


Soviet health officials tour American hospitals. Ag 16-44 
Soviet hospital officials visit AHA (N) Jl 1-89 


SAFETY 
—— index of adverse drug reactions. (N) Ag 


Comparing mattresses oe flammability potential. (Swanson & 
Adolph) S 1-37; (Ed) S 1-31 

Disposables or nondisposables for patient safety? (Irwin & 
Smalley) Je 1-66 

Eggs again source of salmonellosis outbreak. (N) D 1-119 

Frame fitted to crib keeps children safe. (O&I) Ag 1-32 

Halothane stored too long may be toxic. (DN) D 1-73 

Insurance and safety: AAR. (Moore) Ap 16-111 

Maintenance of oxygen systems. (Paul) O 1-89 

Relationship between halothane and liver necrosis under — 
(DN) O 16-125 

te orting accidents. (SFH) My 1-24 
Safe practices in handling oxygen equipment. (Berry) Ag 1-103 

Safety belts protect children in wheel chairs. (O&I) Je 16-44 

Standardized reporting form for patient incidents and acci- 
dents. (Neff) Ag 16-41 

Survivors of formula mix-up suffering no aftereffects. (N) F 


be ae in New York wins hospital safety contest. (N) My 


Windows in patient rooms. (SFH) N 16-32 
Salaries: See Personnel 
Sanitation: See Infection control; Sterilization 
Satellite hospitals: See Branch hospitals 


SCHOLARSHIPS AND LOANS 


——— student group petitions U.S. hospitals for funds. (N) 

a le 

Medical Library Association announces scholarship for medi- 
cal librarian. (N) N 16-136 

Ten win scholarships for housekeeping course. (N) Ap 1-84 


SHARED SERVICES 


How a group of smaller hospitals provides a full range of 
medical specialty services. (Erickson) Je 16-68 
sage * ye a hospitals study cooperative data processing. (DN) 


p 
New York City area hospitals agree on affiliation of staffs and 
facilities. (N) Ag 16-19 
Southern California hospital group starts program to improve 
administration. (N) Ap 16-206 


SHRINERS HOSPITALS 


Hospital Shriners Para Ninos Lisiados, Mexico City: adventures 
in hospital administration. (Radin) Je 1-41 
re announce sites for children’s burn centers. (N) Ag 


SIGNS AND SIGNPOSTING 


Signitis: insidious menace to hospitals. gingow 4 Ap 1-41 
‘Voice’ of beds heeded by visitors. (O&l) Mr 16-4 


SMALL COMMUNITY HOSPITALS . 
og 10 apes small hospital standardized its records. (Foster) Ja 


Is progressive patient care practical for a small hospital? 
(Weeks) S 16-74 

Program for improving patient care services: what Minnesota 
found in a three-year study. (Barr & others) O 16-81 

Smaller as: maintaining standards of care. (special 
issue) Je 16 

Social service in the smaller hospital. (Soltis & Reed) My 1-60 


SMOKING 


Cancer research institute bans cigarette machines. (N) F 1-108 
Hospitals ban unsupervised smoking in bed. (O&I) S 16-49 


SOCIAL SECURITY 


Court ruling frees Cleveland hospital of social security pay- 
ments for residents. (N) Ja Ja 16-128 
Hospital meals and taxes. (SFH) Mr 1-28 
SOCIAL SERVICE 


Guidelines for the use of volunteers in departments of social 
work in hospitals: AHA statement. Mr 1-9 
Social service for the institutionalized aged. (Hammerman) F 


Social service in hospitals: AAR. (Wrieden) Ap 16-172 
Social service in the smaller hospital. (Soltis & Reed) My 1-60 
Social work in hospitals. (Symp) F 1-24 


Soviet Russia: See Russian hospitals and health 
Staphylococcal infections: See Infection control 
STERILIZATION 


See also Infection control 
Evolution of modern sterilizing equipment. (Grimes) Ap 1-72 


HOSPITALS, J.A.H.A. 
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ae i experience with a high-vacuum sterilizer. (Jéhnsen) Je 
a techniques with ethylene oxide. (Watson & Kabat) 


Strikes: See Personnel 
Supervision: See Personnel 


SURGERY 


See also Medical mee 
ere iratory laboratory in a nonuniversity hospital set- 
ting. (McLean) Ag 1-60 

Conductive flooring standard. (SFH) O 1-23 

Consent: thematic variations. (L) O 1-100 

Controlling infection and aiding personnel comfort in surgery. 
(DN) S 16-136 

Defining surge (SFH) D 16-31 

Evaluating m ical care. (O&I) (Kolisch) F 16-36 

en of the operating room. (Sr. M. Bugene) Je 

Farewell to the borrowed servant. (L) Jl 1-86 

Informed consent to treatment. (L) My 1-101 

Length of convalescence after surgery. O 16-72 

No room for eek mm no operating room No. 13 at Johns 
Hopkins. (N) O1 

he and Brn of infections in hospitals. (Altemeier) 

Realistic s Nid schedule based on surgeons’ own estimates. 

een 

Reporting operations. (SFH) My 16-32 

ne surgery. (SFH) F 16-29 

Slacks better for nurses in surgery? (DN) Je 1-58 

Surgeon's qualifications. (SFH) Jl 1-19 

Surgical facilities at New Rochelle (N.Y.) Hospital reopened 
following investigation. (N) My 16-21 


T 


TAXATION 


Hospital meals and taxes. (7). Mr 1-28 
Hospitals are sorely taxed. (L) Ag 1-113 
Internal Revenue Service to require fuller data. (N) F 1-107 
a —_aT hospital physicians oppose dual taxation. 
)A 
Risk of Maccunie. (SFH) O 16-29 
TEACHING FUNCTION 


See also Interns and residents; Nursis education; Personnel 

Check list for educational planning: HA institute schedule 
for 1964. N 16-7 

— teaches prevention of children’s accidents. (O&I) JI 


Hospital cooperates in local radio program. (O&l) S 16-49 
Hospital costs dissected in inservice training. (O&I) My 1-30 
Hospital helps train seminary students. (DN) Ja 1-44 
Hospital pases relations training program for college students. 
(Newkirk) Je 1-48 
Hospital takes the lead in an unusual education program: nutri- 
tion classes for outpatients. (Baumgartner) D 1 
ri —s director’s role analyzed at Chicago meeting. 
e 
ere course improves methods and morale. (Levinson) 
- 
— therapy taught on ‘Breath of Life Day. (O&I) Ap 


Manual for chief switchboard operators. (O&l) N 1-36 

Medical and paramedical education in hospitals: AAR. (Pratt 
& Monagle) Ap 16-123 

Mental hospitals invite psychiatry students. (DN) O 1-60 

Premedical students learn hospital routines as volunteers 
4{MacBain & Schumacher) J1 16-73 

Smaller hospitals: 4-phase plan turns conventions into re- 
fresher courses. (Baymiller) Je 16-11 

Teen-aged ‘health care teams’ learn about hospital careers in 
three Ontario hospitals. (DN) My 16-56 

Training for food service workers under Manpower Develop- 
ment and Training Act. (DN) O 16-102 

Training for ee supervisors in metropolitan hospitals. (Styer 
& others) O 16-96 

Telephone énd teletype: See Communication systems 
TELEVISION 

Closed-circuit TV in a hospital school of nursing. = ) S 16-66 

Mothers view babies on closed circuit TV. (O& ) r 1-38 

Religious services for patients on television. (oal) “My 

TV series helps nurses keep up with nursing. (Starin) S 16-77 


Transfusions: See Blood and plasma banks 
TRANSIENT CARE 
First migrant health grants made. Nad Ag 16-110 
Mississippi seeks legislation to losses incurred from 
transient patients. (N, Ag 16114" 
TRENDS 
Changing patterns in medical and hospital administration. 
(Hamilton) Je 1-31 
Changing patterns of patient care. (Buerki) Jl 16-68 
Computer technology, teaching machines seen in future food 
service. (DN) J] 16-124 
Hospitals and the pace of change. (Worguces) O 1 
How trends in are affecting and 
hospitals. (Magraw) O 1-54 
wy Yd for the health field: what are the prospects? (West) 


Medical care tomorrow .. . its pattern will be woven from 
strands of today. (Mackintosh) Ja 1-30 

Needed for the future: full partnership for physicians in 
health care planning. (Williamson) N 16-56 

Outlook for hospital costs: up, up, up. D 16-42 

Reconciling tome en a and humanism in the hospital of the 
future. (Wheeler) N 1-51 

Trend toward more beds, fewer hospitals, seen in New York 
planning council (N) N 

Trends in accreditation. (Appel) F 16-58 

Trends in hospital use and their public policy implications. 
(Anderson) 1-34 
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Trends in medical records: AAR. (McKinney) Ap 16-131 
What's new in foods for the institutional buyer. 1-62 


Trustees: See Governing board 
Unemployment insurance: See Insurance 


UNIFORMS 


Caps for volunteers. (SFH) My 16-32 
Slacks better for nurses in surgery? (DN) Je 1-58 


Unions and collective bargaining: See Personnel 
UNION WELFARE PROGRAMS 


: sneveanen costs, planning, among problems cited in AFL-CIO 
hospital policy statement. (N) Ag 16-118 
Jewish Hospital of Saint Louis and local catering unions enter 
medical care agreement. (N) F 16-21 
Presbyterian Church negotiatin urchase of United Mine 
Workers hospitals. 16-21; Mine workers’ hospitals 
transferred. (WR) O 


United States Public Mins yack See Federal health and wel- 
fare programs 


UROLOGY 


Treatment centers urged for care of uremia. (N) Ag 16-113 
VA plans artificial kidney centers. (DN) O 16-62 


UTILIZATION 


Cancer test cuts hospital stay. (DN) Ja 1-52 

Fewer hospital x-rays urged. (DN) Ja 1-52 

Function of the audit committee in the general hospital. 
(Payne) D 1-62 

Gearing for long-term care. (Dann & Swanson) My 16-58 

Half of all or taken in hospitals. (DN) Ja 16-68 

utilization project launched in Pittsburgh area. (N) 
e - 

Length of convalescence after surgery. O 16-72 

Maryland study shows need for better use of children’s con- 
valescent care facilities. (N) S 1-92 

requires check on need for hospitalization. 

) - 

New York hospital fund study finds many variables affect 
length of patient stay. (N) Je 1-89 

' Psychiatric patient stay shortened. (DN) Ap 1-54 

toward hospital use. S 1-32; (O&l) 


Study shows use of hospitals similar among subscribers to 
three health plans. (N) Ja 16-130 

Those eg maternity beds. (Ed) D 16-37 

Trends in yr use and their public policy implications. 
(Anderson) 

Two medical staff committees, one direction: toward more 
efficient use of hospital beds. (Sr. Gregory) Ag 1 


VETERANS ADMINISTRATION HOSPITALS 
Aids to self-feeding used in rehabilitation program of VA 
Research Hospital, Chicago. (DN) N 1-96 
VA plans artificial kidney centers. (DN) O 16-62 
to expand nursing home facilities. 
(N) - 


VISITORS 
Copies Pe visitors: police or public relations? S 16-69; (Ed) 


Viewpoints on children in hospitals. (Saren) My 1 
‘Voice’ of beds heeded by visitors. (O&Il) Mr 16-42 
VOLUNTARY HEALTH AGENCIES 
Illinois bill requires charities to register. (N) N 1-118 
National Health Council elects new officers. (N) Ap 16-202 
National Health Forum discusses needs in developing US. 
health resources. (N) Ap 16-202 


VOLUNTARY HOSPITALS 


City-owned hospital is converted to a voluntary operation: a 
success story. (Fronizer) N 16 

Government controls -—., the voluntary hospital. (Vander- 
warker; Brindle) 

Hospitals and the businessman. (Klicka) Ja 16-51 

VOLUNTEERS 

See also Auxiliaries 

Annual contributions to hospitals by volunteers: 32 million 
hours. My 

Auxiliaries and volunteer services: AAR. (Snyder) Ap 16-55 

ps for volunteers. (SFH) My 16-32 

57 penne as a hospital volunteer: Mrs. Joseph Sahimark, 
Ludington, Mich. (DN) J1 16-75 

Formula for evaluating the volunteer program. (Balfanz) O 1-42 

Guidelines for the use of volunteers in > - deans of social 
work in hospitals: AHA ae Mr 1-95 

Health careers recruitment. (O&lI) y 16-36 

Job description for the director of hospital volunteers: AHA 
statement. D 1-60 

Papago teen-agers a valuable asset to Arizona Public Health 

rvice hospital. (DN) H_ 1-40 

(MacBain umacher 

in disaster plan: AHA statement. 

1 


Teen-age volunteers. (SFH) Je 1-23; (SFH) S 1-23 
Transferring awards. (SFH) Ag 1-30 ® 


Volunteer director. (SFH) Jl 1-15 
Youth activity programs. (SFH) Je 16-32 


Ww 


Work simplification: See Methods improvement 


tal routines as volunteers. 
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